" CURTIS

room furnished and the wall-paper identical with that in
the house of death. Sir Henry's opening speech was no
more than a narrative of the known facts, with the con-
clusion : " . . . If these facts are proved it will be my
duty to ask you for a verdict that Patrick Mahon is
* Guilty " of the murder of Miss Kaye." As in the Field
and Gray trial at the same Court, before the same Judge,
with Curtis and Cassels opposed to each other, the illness
of a juryman meant five hours' delay, while Curtis restated
his case, but by the end of the second day the prosecution
was concluded and Sir Bernard Spilsbury had given his
opinion that it was impossible for the girl to have died
through falling on the coal-scuttle,

On that third day Mr. Cassels put his client into the
box. He had a pleasant level voice, although his imagina-
tion was apt to run away with his tongue, for Mr. Justice
Avory was frequently obliged to pull him up with the
words : " You are asked what you did, not all this
imagination/'

He told his version of the struggle and continued : " I
went into the garden cra2y with fear. ... It dawned
on me what a horrible thing it was that she was lying
there and dead. The thought that she was dead flooded
my mind. ..." And now, answering Mr. Cassels's
questions, he came to the details of how he had cut up
the body and boiled certain portions, while others he
put in the stove. His counsel was perhaps remembering
that interview he had had with Mahon in Brixton Prison
when Mahon had described his terror at the sudden
crash of the storm as Emily Kaye's hair flared up in
flames.
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